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NEW DELHI, FRIDAY, NOVEMBER 9, 2001/KARTTKA18,1923 


dMMltwl Mm$, «im dwi factOM tJidHil 

(witcMi mudftwpr) 

M ftwft 9 WSR, 2001 

HT.diT.fd. 843(31).—%^ TTrsfJTC iyit$KI MTOfk dT=1W TOpct euMWt, 1986 (1986 63) ^ *4RT 14 XT 

sn&TdHKfHj, awf^: — 

1. ftt^dd did 3ta dTdd :- (1) 3TT^T dd ftfftdl did ftlddft aidftftdd (ddeTT fftftdd) 

3TT^T 2001 ft1 

(2) d? snftd ^dfti TRcmff ft wddfftd >tft dft dftftg- ft 180 fftftt eft ddfft % qrc 
d^cT ftTdT I 

2. qfftTPd :- f^T 3Tlftdt ft, did eTd> ftdft ft 3ddd1 dftfftd d ftt :- 


(efj) 'd^fftd dTfftddft' ft dtftftd did ftfc efldl dTdd^ dfftfftdd 1976 dft Edd 28 % ddlftcf 
ftftjcfj Pl^lch, ferf^r drfftdft dMel tl 

(7ft 'bereft srcWter - TT^>t dd eiiddH ddft % fftq eftd ft dd dT^d »jdft sidfftted, 

dfftddTd dlddld ddlfft ddft Tjfrf? dfftel I 

fftuquft - ^d Sfdfftteft ft 3UcER fttd ftd fdft dMdftl dd dTEdfftl f I 

(i) ftm deft df^d - ft Sldftftdd did deft, ftld ft dft ft dft dT^d ft fttft I 

(ii) ftd- ftdTdl dffd - ft Sldftftdd ftld ft dft ft dft ftfc ddft 3ddd ftddT dT?d 

% fttft I 


3492 01/2001 


(1) 
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(H) ftf#H HPRR # f^-MfcTftsIci HR#? HTHcR fc)Rlf#?l 3T##T t : 


IS #E?T 

##R 


IS: 3055 (HPT 1): 1994 

#H#f aiHMcR HTH 1 
#H Heft HT?H (^RRT 5#taR) 


IS: 3055 (HTH # 1988 

#?#t aJH#feR HPT 2 

HH #HTHT HT?H (HeRH ^#taP?) 



(R) ^ HR#? HTW #Rt 3T##T t I 

(^.) # H#t HHf#R % mv # 'f##cir # 3 tMh hf #tr 3rtht h# ht 3#hte ft# 

3#[#T, Rt ?RT 5PRR H? #f #H#t apMHR lift'd cRRcTT t, HHTcTT t, FWT *#^4 
HRtTT t HT ft#? cfRcTT t 3# 'd'H^h 3PRPfcT #RTT cRrfrE HT H# 3T®TRT 3TftHrR ft# #t t 

# HSITfte ^ ## HT H# 3RTHT 3TftHrR ft# 3#Ff, gKT #t #cf#t R##R t> tfcqiqd 
HR#, HHT#, R#HH? HR# 3RIHT f##? HR# HH HTHT HRcTT t1 

(h) #?#f hhWihr % rthh # ‘cwr# # htMh t hf ## ht h# ht 3#hee ft# 

<3#*? # HcH$T HiH RT HT 3PHHT fcfR# ## #Ht# *H#fkR H? HR? HR#, tfHcRT ftHT? HR# 
HT HHTH HR# HT ft?RH HH cHHRTTH, Hit H? HHE? HT 3IRClf#T R#TH #> fcTH tt, HT H#?TH HT 
HT###R HT 3PH #eHHTH Hf#PeT #> ff# tt I 

(F) 'HTHH> f#T # HPR 2(H) 3 HaR-HpIcT fcR# ftf#H HR#? HTHH> # RTnf#H 
HR# ^ t# #Rt eTRT ftf#f#H HR#? HPHR #Rt H# HHTHH f#? 31## t I 

3. vjqjx E 2(H) # ftftffog #H#t HH#HR #? ft##?, H^RH, ftfRH, ftcPRT 3TT# 
% RTHH # H##H :- 

(1) H# oErfrf? RHH HT FRTH# 3# #■ H# 3PH ## WjrR 2 (h) t ?1^H ## 
#?#t RH#feR HH ft##? HT ftfRH iR #R H^R, to?, HT ftcRR #f H#?T, "# 
ft ft ft tci HFfcR ^ 3#?R H t HR# ?RT #R# R#fteR HR HHTRH ^?R eH?#T HTHT 
HR# % HTH tf HERR HflR RT# t I 

HR# 2(H) # ftftft^i ^TH#t R##R HH f##T ?H ftt# tRTT IRT 3#f#T t, 
FH^tR ftftrfe ftR# # HTHeT # ftftft^ HRHR ^ #H #f #H #tH I 
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(2) araUTRcb ft ^ffauf srfaffa?, fa ffatfaF ftfft cp 3 t^t Fff t, 

fffIf ^ fa far fcRnf^id fr ffan ^mpu fa? fan? % ff Pnren fr fan i 

4. Rlftfallfa FF FHTfaFwq 

(1) FPFg 2 (f) A Fffa sSIFfat aj faffed % Ffa ftfarfcTT, FTfat % FFFFF % 
180 faff % -far? FTFFT fa? % TFlfal cp fa? 3 ^f$f ^TFcT cfa I 

FfafaFF : f^rfatfa ?F afaFT % 60 faff % 3fa STFfaT cffat, fa% ?F 3TfaF 
% cTT^ faf ^ Ffaf cii^'A'tl HFT? faFT FTT fap I 

(2) ftff fa? cp ^rrfai % sfat gr?T 3T^rfa fa fagft FrfatF ft?cp &far arffaffa^nT 
1986 cWT ?fap 3T#T FFfa F^ fafa fa? fafafa % 3Fpfa cp 3FJFP? faff I 

(3) fafajFFT cp RPJ fat FTF Fft Ffa farP F3F 3TFFT F?Tfa faF ^t 3FF 
faf rItP farefa EffaflF? cp ffafaPF FF TRtllF FRFT t, eft FF FTFcp fa? cp FFFtF 

% fa? «fat fafaiRcp 3rg#<t frt fa? fan farfar Fern?? (ft ft ^fat 

fa^STF fa? fafan % fafa? % fa? faffat ^P 3ToTT?T) 3TRTF F# Ffan I 

(4) ffafft eTTfafa fa FfFfa FFTO fat 3TFFT <fat gKT F?t ffafF Ffat % 
FffallH'WWT vJM^tP ?5l u 'S 2(F) *t Ffaf faffa) F?fa?? % fa? ®fat cp ndNI 3FF 

Frgfar fataft ft) fa ?jfar fam ^fan I 

5. FTTFcpTtr 3TTffa fafat fa farp :- F^fa FTfaplft ??T 3Tfa?T FF STJTMF Fjffa^Fct Ffat 

fa fa : 

(1) FF^tP ?I^g 2(F) 3 Ffal faffat F?ffaF? cp fafafa.Ffat, faPF % fa? FFR 
Ffaf.fapF FT fafFF A fat fafa PJlfa FF fafSTT FR faPFT fa FF fat faft dMcplft 
^ fan FF fafa ^TFfat FfWIFF % fafafa Ffat, faPF cp fa? FFTC Ffat, faPF FT 
farm % fafF ^ 3TTF¥Fcp FPT?) FT faF FF ?F 3Tfa?T ^ faFFFFF % fa? 3TTFFFFT 
FFT3t FT fafa farp ^ fafa ^IFfa) FFWTFF % F 5 ^ FT fafa ^FIFfat efafad? cp 
fafFFT ^ fa faftTT FR faPFT I 

(2) FF^tP 2(f) A Fffar T^Tcffat sfflWW FF fafafa Ffat, faPF % fa? F^TF 
nfaf,fapF FT faRF $ fat fafa fafa sTRT Ffa ^ FT FFfa FT Ffap dfa FT fafaT 
% fafa fa fafa ^FTfa FT 3FF FfFTfaft FT FF^rP 2 (f) ^ FfacT FTFFft 
FFtfafat FT faFfat Ffatfaf cp fatFfa FF IfatSFF FP? FfaFT FT FRefT FlfaFT, 
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(3) %tt (7) 3T?ftF f#c[kt P&rft 3TfSmrrfr $ Prrft fPttt % f%4t 3ftr FerMt fttft 

TT%FT 3frr PPTft ^144 <fl FHpftFT 44, f%TF% 41% 4 TTTTcfT FTTT Pr*4TTT FT% 44 44F4 % 
fcp FTT 3TT^TT 44 FF4TFF |3TT % FT \3rf> ^I4F^I FHWtdT ftPrPpF FTF4T 44 F^f t, 
3Tf%FFF 4TT TTpFT, 

(4) cTefreft 3%T FpTFlTF TT TTFPtF 4^5 FpPFT Ttf%TfT 1973 (1974 44 2) 4% £fTTT 
100 ef) BMtl, ^TFT F4T TFF4 Ft, T?TT %> ST^ft^T cTeTRft sffT 3 tPt 5T?*4 4% eTPJ pf% I 

6. Ffff 44 FffcTF :- W FFPg 2(F) % FFTprf?pF FlFlPt FHpftFT % Fg% 44, 
FplPl(F4F 4>T% % PF 7 % f%RT FT HTFcP f^FF cTFT t 3ftT TT3PTF FfPl44fr sTRT pT44eTT FFT 
t 44 Plf %*£ FTF4T 44 t FT F%t, ^Tt 4TTT 3Fp?tf%cT FFtFFfcTT 4 3%? gTTT FFT3T4FTPH 
flfcT % F^tSTF PpFT TFFFT I 

7. 4Tpf4p 44 FcFTFtFTH - F^Pld FTpT44%t feffecT TFT % TTTFTTF FT Pt%F 3TT%?T gTTT, FTT 
3TT%4T ^ 3FftF f^Tft 3TPt44ft 4% 3TF%t 3TtT FT TT%t 44% 4>T% 3TF4T FTT% TT44F? % % %rft T^F 
44% 4Tt 4TT% % fcT4 FTpTcpH 4^T TFpFT, FTFJ 4%% %t %TTT 3Tpt44ft F% TTFTFpTF 3 ff 44 F%t t, 

4^T FFfcTT 5(3) % 3RT%F cleF?ft 3?tT FpTFBF 4% TTfrFFt 44 FFtF 4Fpt %> fcF 7 TT^PlF 
3TpT44ft el IT I TFpTfnT 77 PpFT FTT4FT I 

8. pTpRpTKFt oftT FJFFTfM FcFlft 4% pT%FT Ffnft cRp 4% FTpP :- TFJpTF FlPT44ft ?TT 
3TT%4T %> FF4Ft % TTFci, %% Pf%4T FTpt 4>T TT%FT ^ ?TT 3TT^?T % FFpTF 4Tt ^TT 4TT^ % 
PFJ 3F4444T Ft, i 

9. Pr^rff 44 3T3FT4R :- FF^FT FFRT 2(F) P FFTplf^ FT44^t FFPftFT 44 PFETf pT PfF 
4FTT 4Fp P, PTcEF c4Tp FT PfFTF ^ pTF PtPfFW, FFTT P 4TFT F?^4T cgpp, f^Tt ^TT 3TT^?T 
^ FEftF 4p^ PftTT Ffpt pTFT FffFT i?, P^T pT^FT 44 FTeTF 4pFT I 

10. TJFFT 4p 4T£FFT - 4pf PrPwpTT FT cFFFTft ?Tf 3TT^?T % FF4£Tt Tt 44% cp 

3TT4TF % %TT 5 %T F^ftF FTT% PrPn^ PPft F% PPT% TJFFT 4% %% % F44T F%t 4^FT FT %% 
FTpp gTTT FF4T %% &4pfT cP 4^P FT PfFTPF % FF^rh P4%t 4%t FT 4Tc4%4 FT FTFT 

2(F) % FPrcT FI447) STFtPtFT 4% F Ft f^FT^FT, F F44% F^F 4pFT, F f%fRT FT 1%TTpTF 
4pFT I 

11. PT44FF FTFT FTFT > pT%4T4T, PPt FTfWt FT FTT% 4TTT MlPl^d FCrfrP fTT 44% % pT4 
'FTTcftF FTFcP e2JTt 3 tPtPtFF, 1 986, 4% FTTT 34 % 3pftF Pt44FF 4TFT 4>T TFPFT % I 
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12. Alltel - <*>Y^ ft) ci|fxp i ^ff ^TT 3TTftTT vd^sRT 3 cpT \jeri^i efe^ll, eft TF TRtftq 

3lf§rfTTF effv ERT 33 % 3TEJH TTlf^T ft> fen? FtFT afk FF ^flrT, fowft FTFF 

3rr^?T FF M f3TT t, cJ^T MOT feRTT FT I 

13. SlfttoT - (1) ~cfii ftt ft?TT cZjfrfr, Pinfdf FT T^cR, Fl W 3TTft7T % 3T#T fcT? FT f?Rft 
^ cZlf^TcT FF vJTT? Pl^F Fft >H^’1 ftft FTc^ 3TTct?T Fft TTfcl F^T FTTT Ftft Fft Filter ^T 

E^R 30 f^T % 3TF7 %FT WFR ^ feTf%cT ft anftcT cR F%F7 | 

fcftg, %^Ut FRFR ^WlW 3TF% % FFTFT Ftft ^ TOTF ft) f^ft 3TftR cf>t TftFR FR 
Weft t, uf^T FF 7Tcf*F t fft> 3FftWrft FFftF FRF Ftft ft> FFRT RTF ft- Fftfa FTR F# cR 
TO I 

(2) vTOF (1) ft? 3T#T 3TfttcT Fft JTTf^r R ftn^Fj RFR 3TfttWrTt Fft ^FFtf FF TOR 

ftft ftr ftftf ftrn anftF ftRT ff tftF> TfFsrftl ft, FTfftF fr ^rftrftf I 


c^. F. 11/40/2001 -*ft an$ i^] 
TO. aTOTfftm 


MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLIC DISTRIBUTION 
(Department of Consumer Affairs) 

NOTIFICATION 

New Delhi, the 9th November, 2001 

G.S.R 843(E).—In exercise of the powers conferred by Section 14 of the Bureau of Indian Standards 
Act, 1986 (63 of 1986), the Central Government hereby makes the following order, namely:—- 


1. Short title and commencement: - (1) This order may be called the Clinical 
thermometers (Quality Control), Order 2001. 

(2) It shall come into force after a period of 180 days from the date of 
publication in the Official Gazette. 

2. Definitions: - In this order, unless the context otherwise requires: 

(a) 'Appropriate Authority’ means Director, Legal Metrology posted under 
Section 28 of the Standards of Weights and Measures Act, 1976. 

(b) Clinical Thermometer - A medical thermometer of liquid-ln-glass type 
provided with a maximum indicating device for measuring the temperature of 
human beings. 
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Note - Shapes and ranges of these thermometers depend on their use. 

(i) Solid Stem Type - The thermometers shall be of the 

solid-stem, mercury-in-glass type. 

(11) Enclosed-Scale Type - The thermometers shall be of the 

enclosed-scale mercury-ln-glass type. 

(c) Specified Standard means the following Indian Standards Specifications: 

IS NO. Title 

IS: 3055 (Part 1): 1994 Clinical Thermometers: Parti 

Solid Stem Type 
(Second Revision) 

IS: 3055 (Part 2): 1988 Clinical Thermometers: Part 2 

Enclosed Scale Type 
(First Revision) 


(d) ' Bureau' means Bureau of Indian Standards. 

(e) ' Manufacturer 1 In relation to clinical thermometer means ai personi or a 
firm or a Hindu undivided family which, produces, makes, assembles or 
manufactures any such clinical thermometers and includes a person or a firm or 
a Hindu und'vwed family which claims such clinical thermometers to be 
produced, made, assembled or manufactured by such person or firm or Hindu 
undivided family, as the case may be. 

m ' Dealer’ in relation to clinical thermometer means a person who or a firm 
I, a Hindu undivided family which carries on, directly or otherwise the business 
of buying selling, supplying or distributing any such clinical thermometers, 
whether for cash or for deferred payment or for commission, remuneration or 
other valuable consideration. 

(q) ' Standard Mark' means the Bureau of Indian Standards CertfkaUori Mark 

specified by the Bureau to represent a particular Indian Standard as stated In 

clause 2 (c) above. 

3. Prohibition of manufacture, storage, sale and distribution of Clinical 
thermometers in contravention of standards specified in clause 2 (c).- 

(1) No person shall, by himself or by any person on his behalf, 
manufacture or store for sale, sell or distribute any Clinical Thermometers which 
^o not conform to the Standards specified under clause 2(c). The clinical 
toermomlrs sh“| bear the Standard Mark of the Bureau on obtaining 
Certification Marks liecence. 
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Provided that in case of export of clinical thermometer specified under 
clause 2(c) required by the foreign buyer, such specification shall not be less 
than the standards specified under clause 2(c). 

(2) The sub-standard or defective clinical thermometers which do not 
conform to the specified standard, shall be destroyed beyond use and disposed 
off as scrap. 

4. Certification of manufacturers 

(1) All existing manufacturers of the Clinical thermometers as specified In 
clause 2 (c) shall obtain licence for use of the Standard Mark, within 180 days of 
the publication of this order. 

Explanation: The manufacturer may apply within 60 days of the publication of 
this order so as to grant them the licence before this order comes Into force. 

(2) The grant of licences by the Bureau for use of the Standard Mark shall be 
as per provisions under the Bureau of Indian Standards Act, 1986 and the Rules 
and Regulations framed, thereunder. 


(3) When any person by himself or by any person on his behalf proposes to 
manufacture Clinical thermometers after this notification comes into force, he 
shall not commence regular production (except required for the purpose of 
inspection and testing by BIS) without obtaining a valid licence from the Bureau 
for use of the Standard Mark. 

(4) Consequent to the expiry of any licence or cancellation thereof by the 
Bureau for Clinical thermometers as specified in clause 2 (c) above, the 
Appropriate Authorities other than the Bureau shall also be informed. 

5. Power to call for information etc: - The appropriate Authority may with a 
view to securing compliance with this Order: 

(1) require any person engaged In the manufacture, storage for sale, sales or 
distribution of Clinical thermometers as specified in clause 2 (c) above to give 
such information as it deems necessary in relation to the manufacture, storage 
for sale, sale or distribution of Clinical thermometers as specified in clause 2 (c) 
above for the implementation of this order or require any such person to furnish 
to It samples of Clinical thermometers as specified in clause 2 (c) above. 

(2) inspect or cause to be inspected any books or other documents or Clinical 
thermometers as specified In clause 2 (c) above or belonging to or in the 
possession or under the control of any person engaged in the manufacture, 
storage for sale, sale or distribution of Clinical thermometers as specified in 
clause 2(c) above. 
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(3) cause an officer authorized under paragraph (7) to enter and search any 
premises and seize Clinical thermometers as specified in clause 2 (c) above In 
respect of which it has reason to believe that contravention of this Order has 
been committed or the said Clinical thermometers as specified in clause 2 (c) 
above is not of the specified standard. 

(4) The provisions of section 100 of the Code of Criminal Procedure 1973 (2 
of 1974) relating to search and seizure shall so far as, may be, applied to 
searches and seizure under this clause. 

6. Testing of samples: - Samples of Clinical thermometers as specified In 
clause 2 (c) above bearing the Standard Mark and drawn by the Appropriate 
Authority, for establishing whether it is of the specified standard, shall be tested 
in the laboratory approved by the Bureau and in the manner as determined by 
the Bureau. 

7. Delegation of powers: - The Appropriate Authority may by general or 
special order in writing authorize an officer to exercise on its behalf all or any of 
its functions under this order provided that no officer who Is not of Gazetted rank 
shall be authorized by the Appropriate Authority to exercise the powers of search 
and seizure under clause 5 (3) above. 

8. Power to issue direction to manufacturers and dealers etc.: - The 
Appropriate Authority may issue such directions to manufacturers and dealers, 
consistent with the provisions of this Order, as may be necessary in carrying out 
the purpose of this Order. 

9. Compliance of directions: - Every person engaged in the manufacture, 
storage for sale, sale or distribution of Clinical thermometers as specified in 
clause 2 (c) above to whom any direction is issued under this Order, shall comply 
with such direction. 

10. Obligatory to furnish information:- No manufacturer or dealer shall with 
Intent to evade the provisions of this Order, refuse to give any information 
lawfully demanded from him under paragraph 5 or conceal, destroy, mutilate or 
deface any books or documents or Clinical thermometers as specified in clause 2 
(c) above kept by such person or in the possession or control of such person. 

11. Filing of complaint: - The Director, Legal Metrology or any person 
authorized by him in this behalf may file complaint under section 34 of the 
Bureau of Indian Standard Act, 1986. 

12. Penalty: - Any person who contravenes the provision of clause 3 of this 
order shall be liable for punishment under Section 33 of Bureau of Indian 
Standards Act,1986 and the property in respect of which the order has been 
contravened, shall be liable to forefeiture. 
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13. Appeal: - (1) Any person, manufacturer or dealer aggrieved by any 
decision taken under this order may prefer an appeal in writing to the Central 
Government, within 30 days from the date of receipt by him of the copy of the 
order communicating such decision. 

Provided that the Central Government may admit any appeal after the 
expiry of the period aforesaid if it Is satisfied that the appellant was prevented by 
sufficient cause from filing the appeal in time. 

(2) On receipt of the appeal under sub-clause (1) the Central 
Government may, after giving the appellant an opportunity of being heard, pass 
such order as it may deem fit. 


[F.No, 11/40/2001-BIS] 
S.NAUTIYAL, Add], Secy. 
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